D-R-A 


GENERAL BID TABULATION 

Project Number: 16-21 

Project Name: Arlington High School Pre-K Classroom Conversion 
Date/Time:IVIay 12, 2016,10:30 AM. 

Place: Town Hall Annex, Arlington, MA. 


Bidder Name 

Contract Amount 

K&S Builders Inc. 

399 Old Conn Path 

Wayland, MA 01778 

$94,501.00 

Integrated Facilities Const Corp. 

92 High St., #23 

Medford, MA 02155 

$104,700.00 


Addenda 


Signed ? 


Comments 



















